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SUBJECT: NUCLEAR ENERGY: ROMANIAN INTEREST IN WESTINGHOUSE ICE 
CONDENSOR SYSTEM FOR PRESSURIZED WATER REACTOR (PWR) 

1. VALENTINE IONESCU, HEAD, INTERNATIONAL OFFICE OF SCNE; 

DUMITRU STOIAN, DIRECTOR, MINISTRY OF ELECTRICAL POWER; AND PETRU 
POPA, SCNE SENIOR INSPECTOR OF NUCLEAR SAFETY, MET WITH SCIATT 

TO OUTLINE GOR INTEREST IN PURCHASE OF WESTINGHOUSE ICE CONDENSOR 
CONTAINMENT SYSTEM TO ENCLOSE THE 440 MW SOVIET NOVORONEZH-TYPE 
PWR TO BE BUILT AT SLATINA IN OLT VALLEY. ROMANIAN SPECIALISTS 
HAVE DETERMINED THAT A) LOCAL SEISMIC CONDITIONS, AND B) RELATIVE- 
LY DENSE POPULATION MAKE INSTALLATION OF THE REACTOR HAZARDOUS 
WITHOUT THE CONTAINMENT ENVELOPE. THEY ARE AWARE THAT THE ICE 
CONTAINMENT SYSTEM HAS BEEN ADAPTED TO SIMILAR SOVIET REACTOR IN 
LOVIISA, FINLAND. 

2. GOR SPECIALISTS REPRESENTING MINISTRY OF ELECTRICAL POWER, 
MINISTRY OF HEAVY MACHINE BUILDING, AND SCNE DISCUSSED CONTRACT 
POSSIBILITIES IN BUCHAREST LATE JUNE WITH WESTINGHOUSE REPRESENT- 
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ABOUT 4 WILL VISIT PITTSBURGH FIRST TEN DAYS OF AUGUST TO CONTINUE 
TALKS. TEAM LED BY DRAGOS GABOR, DIRECTOR OF SLATINA PLANT. 

ROMANIANS CONSIDER IT HIGHLY DESIRABLE TO CONCLUDE CONTRACT 
NEGOTIATIONS IN RELATIVELY NEAR FUTURE, AND IN THIS CONNECTION 
WISH TO DISCUSS CERTAIN ENGINEERING DETAILS AND ACQUIRE LATEST 
TECHNICAL DATA REGARDING SAFETY ASPECTS OF ICE CONDENSOR SYSTEM 
FROM AEC. TEAM REQUESTS ONE OR TWO DAY CONSULTATION AT GERMANTOWN 
FOLLOWING PITTSBURGH VISIT. 

3. LIST OF QUESTIONS AND DOCUMENTATION REQUESTED BY ROMANIANS 
POUCHED TO FRIEDMAN. 

4. PLEASE ADVISE AEC REACTION CONCERNING ROMANIAN REQUEST FOR 
CONSULTATION VISIT. 

BRAMANTE 


LIMITED OFFICIAL USE 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, NUCLEAR REACTORS, ELECTRIC POWER, CONSULTANTS, MEETINGS, ICE, CONTRACTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BUCHAR02941 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740181-0074 
From: BUCHAREST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740769/aaaachjn.tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCI 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2002 by boyleja>; APPROVED <25 FEB 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR ENERGY: ROMANIAN INTEREST IN WESTINGHOUSE ICE CONDENSOR SYSTEM FOR PRESSURIZED WATER REACTOR 
(PWR) 

TAGS: TECH, ETRD, RO 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



